I.        Background

The Department of Energy (DOE) is responsible for the Research, Develop-
ment, and Demonstration (RD&D) of emerging energy technologies and the
promotion of energy conservation. An integral and significant part of that
responsibility includes the balancing of energy goals with environmental require-
ments to protect and enhance the general health, safety, and welfare of the nation.
This requires that environmental effects be considered and mitigating measures by
taken in all energy processes through incorporation of environmental and safety
controls which are developed as an integral part of energy system design.

The Division of Environmental Control Technology (ECT) within the office of
the Assistant Secretary for Environment (ASEV) is responsible for ensuring, through
overview and independent assessment, the timely development of adequate
environmental control technology capability with DOE's energy technology RD&D
programs. The projects directly under the cognizance of ECT are primarily
independent overview and assessments designed to provide this assurance or to
establish the Research and Development (R&D) requirements for environmental
controls. The energy technology offices have the direct responsibility for conduct
of RD&D of environmental controls in conjunction and in phase with their
respective energy technology RD&D programs to assure environmental accepta-
bility of the energy technology at commercialization.

This inventory of environmental control technology activities was initiated by
the Administrator, ERDA, prior to the incorporation of that administration within
the Department of Energy. This compilation of total Energy Research and
Development Administration (ERDA) environmental control technology activities,
and associated funding, related to environmental control technology identifies the
resources committed by ERDA to demonstrate its objective to protect and enhance
the general health, safety, and welfare of the nation in the Research, Development,
and Demonstration of energy systems. Again, it should be stressed that only ERDA
research, development, and demonstration activities are covered in this report.
The compilation for FY 1978 will encompass all of the DOE activities. and In Situ
